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STAT 

L'ory 5 of 5 

16 Hoesaber 1955 

FOR* Colonel R. A. Berg 
SUBJECT i Prtxmreaent of Parts 


STAT 

o i n i 


1. Request you order the following parte to be whipped to 

iwmt* ** — * % a aa ^ _ «■*. * . i x * i . . 


Sercwpy. Boeada, narked for Project 


Attention t 


Pert Ho. 

1&77-2M 

1877-2372 


Item Description Quantity 

Mosaic, drip tube assy 1 e « 

Injection nosele and scat stock 6 ea 


2. These parts are to be used for Maintenance of the below listed 

XvttAt 


Blesel Generator Set - Corns of Engineers, 0. S. Arey 
100 K¥, 8 P.F. 120/206 - 2&0/U6 7, 3 phase li Vlre 
S0/60 Cycle, 1000/1200 HPK 
Consolidsted Mosel Electric Con. 

Model Mo. 1877 
P. 0. 2^-5780-50 

Stock List So. 174i665.760-200 
Serial Hoe. 8ii, 66 and 96 


3 . Beqoeet this end be notified when Material shipped in order 
that we nay notify other people concerned. 
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uuceei, USAF 

CHibe 

Distribution: 

0 & 2 - Addressee 
1 - L0 files 
1 - Chron 

’'So j 8 Jj 1 i) 0 


;■' n n ' > 

- v -> 

Sanitized Copy Approved for Release 2010/11/29 : CIA-RDP57-0001 1A001 00001 01 30-1 



STAT 







